This kit is designed to prevent altenator feed-back to the ignition circuit. 
A common problem associated with internal regulated alternators. 
Plug to GM SI series alternator as shown below 
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This kit is designed to prevent altenator feed-back to the ignition circuit. 
A common problem associated with internal regulated alternators. 
Plug to GM SI series alternator as shown below 
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